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CHAPTER  3 

INTRODUCTION  TO  FED  LOG 

Welcome  lo  FED  LOG,  the  Federal  Logistics  Information  System  (FLIS).  This  system  can  be  used  to; 
cross  relate  part  numbers  and  stock  numbers, 
determine  the  supplier(s)  of  an  item, 
find  a  supplier's  name  and  address. 

obtain  management  data  for  procurement,  requisition,  storing  and  issuing  for  logistical  purposes, 
determine  proper  freight  standards  for  an  item. 

obtain  logistics  information  specifically  for  the  Air  Force,  Army  and  Navy. 

17.3.1  Overview.  The  FED  LOG  system  combines  the  power  of  personal  computers  with  the  advanced  storage  technology  of 
CD-ROM  (compact  disc-read  only  memory)  to  allow  quick  and  easy  searching  of  the  following  databases: 

Reference  Number 

Management 

Freight 

Supplier,  also  known  as  Commercial  and  Government  Entity  (CAGE) 

Characteristics. 

In  addition  to  the  above  databases,  the  system  includes  the  following  service-unique  databases: 

Air  Force; 

Supplemental  Air  Force  Management 
Air  Force  D04.^  X-File 
Air  Force  Overlay 

Air  Force  Ship  to  Stock  Record  Account  (SRAN),  also  known  as  Master  Base  Address  File. 

Army: 

Army  Master  Data  File  (AMDF) 

Army  l&S  Order  of  Use 

Navy; 

Navy  List  of  Items  Requiring  Special  Handling  (LIRSH) 

Navy  Master  Repairable  Item  List  (MRIL) 

M RIL  Shipping. 

Navy  Item  Control  Number  (NICN) 

Appendix  D  lists  records  excluded  from  the  databases  in  this  system. 

For  searching  the  above  databases.  FED  LOG  provides  three  programs.  You  can  choose  the  program  most  suited  to  your 
needs. 

Interactive  program  -  provides  on-screen  instructions  and  menus  for  entering  a  query,  performing  a  search,  viewing  data 
and  printing  data. 

Batch  program  -  also  provides  on-screen  instructions  and  menus,  but  allows  you  to  enter  multiple  queries.  The  queries  can 
then  be  run  sequentially,  overnight  if  desired. 

External  file  interface  program  -  provides  on-screen  instructions  and  menus  for  specifying  filenames  and  creating  layout 
files.  Allows  you  to  import  queries  from  other  programs,  perform  multiple  searches,  and  export  data  consisting  of  selected 
fields  for  input  into  other  programs. 

You  can  search  the  FED  LOG  system  using  the  following  types  of  search  criteria: 
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Part  number 
CAGE  code 

National  Item  Identification  Number;  National/NATO  Stock  Number;  Permanent  System  Control  Number  (NIIN/ 
NSN/PSCN) 

Supplier  name 
Item  name. 

The  Army  system  can  also  be  searched  by; 

Management  Control  Number  (MCN) 

Line  Item  Number  (LIN). 

The  Navy  system  can  also  be  searched  by; 

Navy  Item  Control  Number  (NICN) 

I  Engine  Number 

MRIL  Shipping  Code. 

Once  you  have  completed  a  search  in  any  program,  you  can  send  the  resulting  data  to  a  file.  In  the  interactive  and  batch 
programs,  you  can  also  send  data  to  a  printer. 

17.3.2  Using  This  Manual.  Read  this  manual  to  become  familiar  with  FED  LOG  features  you  might  otherwise  overlook. 
Throughout  this  manual,  the  following  conventions  and  terms  are  used: 


Example  Explanation 

a;INSTALL  Commands  the  user  enters  are  shown  in  bold. 

Commands  can  be  entered  in  uppercase  or  lowercase  letters;  the  program  recognizes  both. 
Commands  shown  in  lowercase  letters  in  this  manual  indicate  general  formats  of  commands, 
such  as  drive  letters  or  filenames  that  you  designate;  commands  shown  in  uppercase  letters 
indicate  words  that  cannot  be  changed.  In  the  example  on  the  left,  a:  can  be  replaced  by  any 
drive  letter,  but  the  word  INSTALL  must  be  used. 


[Shift  FI]  Square  brackets  [  ]  indicate  keys  that  are  pressed  to  perform  a  function  If  two  keys  are  shown 

in  brackets,  press  both  keys  at  once.  For  example.  [Shift  FI]  means  hold  the  [Shift]  key  and 
press  the  [FI]  key  at  the  same  time. 

cursor  Cursor  refers  to  the  blinking  underline  character  on  your  screen  The  cursor  indicates  your 

current  position  on  the  screen. 

FED  LOG  subdirectory  The  FED  l,OG  subdirectory  refers  to  the  subdirectory  in  which  you  installed  the  FED  LOG 

program. 

tield  Field  refers  to  one  data  element  or  its  title,  or  a  blank  line  into  which  you  can  enter  informa¬ 

tion.  such  as  a  search  input  field. 


highlight  bar 


Highlight  bar  refers  to  a  line  or  area  of  text  that  is  brighter  than  other  parts  of  the  screen.  The 
highlight  bar  indicates  your  current  position  on  the  screen  when  a  cursor  is  not  present. 


query 


Query  refers  to  all  the  search  criteria  for  one  search. 


ie‘'"‘d  Record  refers  to  one  item  or  supplier,  and  its  associated  data 

;i  criteria  Search  criteria  are  the  names  and/or  numbers  you  specify  and  the  program  uses  to  conduct  a 

search. 


v-w  - 


Views  refer  to  the  databases  available  tor  each  of  your  matches. 


I.  addition  to  this  manual,  you  will  find  explanations  of  FED  LOG  features  in  the  on-line  help  facilities,  described  in  Section 
I  ’  4.2.b. 
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The  following  sections  explain  how  to  use  function  keys,  find  help  with  the  program  and  search  using  wildcard  characters.  You 
should  become  familiar  with  these  helpful  features  before  you  use  the  system. 

17.4.1  Using  Keyboard  Functions.  Access  features  in  the  FED  LOG  system  by  pressing  function  keys,  such  as  [FI],  located 
on  the  top  or  left  side  of  your  keyboard.  The  purpose  of  each  function  key  is  listed  on  the  strip  along  the  bottom  of  each  screen. 
Most  function  keys  serve  the  same  purpose  wherever  you  are  in  the  program;  other  keys  serve  different  purposes  on  different 
screens. 


To  move  the  cursor  or  highlight  bar  around  a  screen,  use  the  following  keys: 


[Home]  - 
[End]- 

[Up/Down]  arrows  - 
[PgUp/ PgDn]  - 
[Left/ Right]  arrows  - 


Moves  to  first  line,  field  or  record 

Moves  to  last  line,  field  or  record 

Moves  to  previous/ next  line,  field  or  record 

Moves  to  previous 'next  screen  of  information 

Moves  cursor  to  previous  next  character  or  to  the  left  right. 


Throughout  the  system,  press  [Esc]  to  terminate  the  current  activity  or  return  to  the  screen  on  the  previous  level  of  the 
program. 


Appendix  C  contains  a  complete  list  of  all  function  keys  and  other  useful  keys  employed  in  the  program. 

17.4.2  Finding  Help.  If  you  have  trouble  running  the  system,  several  sources  can  provide  help. 

a.  Screen  Instructions  and  Messages 

Ail  FED  LOG  screens  have  similar  layouts.  After  the  Logo  Screen,  a  header  across  the  top  portion  of  the  screen  displays 
general  information.  The  middle  section  of  each  screen  displays  an  information  box.  which  may  contain  a  menu,  search  input 
fields,  a  pick  list  or  data.  The  strip  at  the  bottom  of  each  screen  displays  the  functions  and  keys  that  are  currently  available. 
Windows  appear  over  the  screen  when  additional  information  is  needed,  such  as  the  format  for  printing  Instructions  are 
provided  on  screens  and  windows  to  direct  you  through  the  program. 

Messages  occasionally  appear  on  screen  to  assist  you  as  you  search  and  view  the  data.  These  messages  appear  under  the  header 
box  on  the  screen.  The  program  displays  two  types  of  messages:  informative  and  response.  Informative  messages  provide 
helpful  information.  Some  of  these  messages  are  automatically  removed  when  you  press  the  next  key  you  wish  to  use;  others 
remain  on  screen  until  you  finish  using  a  particular  part  of  the  program.  Response  messages  require  you  to  respond  with  a 
choice;  these  messages  are  highlighted  with  a  border  and  are  not  removed  until  you  make  your  response.  In  the  rare  instance 
that  the  program  encounters  an  error  and  is  unable  to  continue,  the  message  will  instruct  you  to  press  [Esc]  before  the  program 
aborts.  Appendix  F  contains  a  complete  list  of  error  messages,  as  well  as  suggested  responses. 

b.  On-Line  Help 


You  can  access  three  types  of  on-line  help  text  from  the  interactive,  batch  and  external  file  interface  programs:  system,  screen 
and  context-sensitive. 


Access  system  help  for  all  the  FED  LOG  programs  by  pressing  [F2]  on  the  Main  Menu  Screen  or  the  Setup  Screen  in  the 
external  file  interface  program.  System  help  is  available  on  these  screens  only 

Access  screen  help  for  the  screen  currently  displayed  by  pressing  [Shift  FI].  Screen  help  is  available  on  every  screen  after  the 
Logo  Screen. 

Context-sensitive  help  is  available  for  specific  field  titles  and  codes.  On  all  query  screens  and  on  the  Batch  Setup  Screen, 
highlight  an  input  field,  then  press  [FI]  to  view  help  for  the  field. 

To  access  context-sensitive  help  for  field  titles  and  codes  on  other  screens,  follow  these  steps: 

( I )  Enter  the  help  program  by  pressing  [FI].  The  first  field  with  help  text  available  appears  highlighted  on  the  screen 
and  the  message  box  indicates  you  are  in  help  mode. 
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(2)  Use  the  arrow  keys  to  highlight  the  title  or  code  you  want  defined.  Because  some  codes  are  unique  and  cannot  be 
decoded,  the  program  allows  you  to  highlight  only  those  codes  that  require  definition 

(3)  Press  [Enter]  to  view  the  help  window  for  the  field  you  have  highlighted 

(4)  To  remove  the  window,  press  [Esc].  You  will  remain  in  help  mode  and  can  view  help  for  other  titles  or  codes. 

(5)  To  exit  help  mode,  press  [Esc]  again.  The  help  message  will  be  removed  from  the  screen. 

If  the  help  text  exceeds  one  screen,  you  can  scroll  through  the  additional  screens  by  pressing  any  key  except  [Esc].  The  help 
window  automatically  closes  when  you  scroll  past  the  end  of  the  text.  If  you  want  to  close  the  help  window  without  reading 
all  of  the  text,  press  the  [Esc]  key. 

c.  User's  Manual 

This  user's  manual  provides  detailed  information  about  system  features.  Step  by  step  instructions  and  examples  guide  you 
through  each  program.  The  appendices  contain  additional  information,  such  as  a  list  of  function  keys,  glossary  of  acronyms 
and  terms;  and  error  message  guide. 

d  Customer  Support 

If  you  are  unable  to  solve  a  problem  while  installing  or  running  FED  LOG,  call  your  Customer  Support  Representative,  listed 
in  Appendix  B. 

17,4,3  Searching  by  Partial  Names  or  Numbers,  Use  a  wildcard  search  to  display  a  list  of  similar  part  numbers,  supplier  names 
or  item  names.  Wildcards  also  are  useful  if  you  are  unsure  of  an  entire  number  or  the  spelling  of  a  name  Wildcards  may  be 
used  in  the  interactive  and  batch  programs;  they  cannot  be  used  in  the  external  file  interface  program 

To  search  on  a  partial  part  number,  type  at  least  the  first  character  followed  by  the  wildcard  character.  •  (On  the  keyboard, 
this  character  is  on  the  [8]  key.)  For  example: 

A266*  Explanation:  This  query  searches  for  all  part  numbers  that  begin  with  A266. 

I  o  search  on  a  supplier  or  item  name,  type  at  least  the  first  three  characters  of  a  word  followed  by  the  •  character  For  example: 

EtJL  IP*  Explanation:  This  query  searches  for  items  containing  the  words  EQUIP.  EQUIPMENT.  EQUIPPED,  etc. 

In  the  supplier  and  item  name  fields,  one  or  more  entered  words  may  end  with  an  asterisk,  such  as  the  search  querv:  EQUIP* 
COM* 

NOTE  Be  as  specific  as  possible  when  conducting  a  wildcard  search  to  narrow  the  number  of  matches  you  receive. 

F,)r  riiore  inlorm-iiion  on  entering  part  numbers,  supplier  names  and  item  names,  see  Section  17  6  2 


» 


4r 


» 


» 


» 


I7  4-: 


J 


CH  1 

DoO  4I00.J9-M 
Volume  17 


* 


Ftgun  2  -  Main  Menu  Scraan 


b.  If  vour  Logo  Screen  indicated  an  Air  Force.  Army  or  Navy  system,  only  the  corresponding  service  is  shown  on  the  Main 
Menu  Screen.  Press  [F.^]  to  access  the  interactive  program  or  [F4]  to  access  the  batch  program  (or  your  service  Note  that  all 
service-unique  systems  also  include  FLIS  data. 

Chapters  6  and  7  explain  the  interactive  and  batch  programs  in  detail.  ^  ^ 

Summary  of  keys  available  on  the  Main  Menu  Screen, 

Displays  help  text  for  the  Main  Menu  Screen.  No  help  is  available  for  specific  fields  on  this 
screen. 

Displays  help  text  for  the  entire  FED  LOG  system 

Starts  the  interactive  program.  This  key  may  be  pressed  from  the  User  ID  Window  or  the  • 

Main  Menu  Screen 

Starts  the  batch  program  This  key  may  be  pressed  from  the  Lscr  ID  Window  or  the  Mam 
Menu  Screen. 

Erases  the  characters  in  the  User  ID  window. 

Exits  the  FED  LOG  system. 

Exits  the  FED  LOG  system.  ^ 


[FI]  Help- 

[F2]  System  Help  - 
[F3]  Interactive  - 

[F4j  Batch  System  - 

[F8]  Clear  Field  - 
[Alt  X]  Exit  System  - 
[Esc]  - 
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CHAPTER  6 

USING  THE  FED  LOG  INTERACTIVE  PROGRAM 
To  start  the  FED  LOG  interactive  program,  refer  to  Chapter  S. 

17.6.1  Overview  of  Program.  The  interactive  program  allows  you  to  perform  a  search  of  the  FED  LOG  CD-ROM  databases, 
using  one  query  at  a  time.  On-screen  instructions  and  menus  assist  you  through  the  program 

Briefly,  you  will  follow  these  steps  in  the  interactive  program: 

a.  Enter  the  program  at  the  Logo  Screen. 

b.  Type  in  your  user  ID  and  select  the  system  you  wish  to  use. 

c.  Type  in  criteria  on  which  you  wish  to  search. 

d.  Display  search  results  in  a  pick  list.  Tag  records  of  interest,  then  select  which  views  to  display  for  the  tagged  records. 

e.  Display,  copy  and  /  or  print  data  for  the  tagged  records. 

The  remainder  of  Chapter  6  discusses  in  detail  the  instructions  for  running  the  interactive  program. 

17.6.2  Interactive  Query  Screen.  If  you  press  [F3]  on  the  Main  Menu  Screen  or  User  ID  Window,  you  will  enter  the  interactive 
program  at  the  Interactive  Query  Screen.  A  query  consists  of  the  numbers  and  or  names  (search  criteria)  you  enter  in  input 
Fields  to  perform  a  search  of  the  databases.  SpeciFically,  the  Query  Screen  contains  Five  input  fields  that  all  users  can  search, 
as  displayed  on  the  Query  Screen,  (Figure  3). 

Query  fields  in  the  Army  system  also  include: 

Management  Control  Number  (MCN) 

Line  Item  Number  (LIN). 

'  Query  Fields  in  the  Navy  system  also  include: 

Navy  Item  Control  Number  (NICN) 

Engine  Number 

Master  Repairable  Item  List  (MRIL)  Shipping  Code. 
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Federal  Logistics  Data  on  Conpact  Disc  (FED  LOC) 
FUS  Interactive  Query 

User's  ID: 

Today's  Date:  01  Jun  92 


Press  UP/DOUN  arrows  to  highlight  Field,  enter  query  and  press  F2  to  search. 

I - - - - - - - pCl£A«pClEA«-j-HAIM-pEXlI-, 

I  HELP  SEARCH  FIELDl  ALL  |  MENU  |STSTEM{ 


FI  F2 


Figure  3  •  Query  Screen 


No  additional  search  fields  exist  for  the  Air  Force  system. 

To  enter  your  search  criteria,  highlight  the  first  search  field  you  wish  to  use.  Type  in  the  number  or  name  on  which  you  wish 
to  search.'^fSee  the  following  sections  for  complete  information  on  each  input  field  )  As  you  type  ^ ,  j,’  jg 

program  places  arrows  next  to  all  input  fields  that  can  be  combined  to  enter  additional  enterics  To  erne  additional  criteria 

into  one  of  these  fields,  highlight  the  next  field(s)  you  wish  to  use.  then  tyf«  in  ‘he  crner.a  h!  ‘^together 
only  to  the  fields  marked  by  arrows.  See  Section  17.6.2.e  for  a  summary  of  input  fields  that  can  be  used  together. 

NOTE:  If  you  use  a  combination  search,  the  results  consist  of  only  the  records  that  match  AI  L  the  criteria  you  enter 

If  you  wish  to  change  your  criteria  on  the  Query  Screen,  use  the  following  keys. 


[F8]  Clear  Field 
[F9]  Clear  All  - 
[Backspacel  - 
(DeieteJ- 
[Inseri]  - 


Erases  the  criteria  in  the  highlighted  input  field 
Erases  all  criteria  in  all  search  fields 
Erases  the  character  to  the  left  of  the  cursor 
Erases  the  character  at  the  cursor 
Inserts  a  space  at  the  cursor. 


When  you  finish  entering  criteria,  press  [F2]  to  begin  the  search.  The  message  box  '"d>«tes  the  search  is  in  progress^ 
search  results  in  more  than  one  match,  a  pick  list  is  displayed.  If  the  program  finds  only  one 

the  Reference  Number  Data  Screen  is  displayed;  if  the  program  finds  only  one  match  to  a  supplier  name-only  or  C  AC^  Code 
only  se^Tthe  Supplier  Data  Screen  is  displayed.  Data  screens  and  pick  lists  are  explained  in  detail  later  in  this  manual. 

To  abort  a  search  once  it  has  started,  press  [Esc]. 

Summary  of  keys  available  on  the  Query  Screen; 


[FI]  Help  - 
[Shift  FI]  - 
[F2]  Search  - 
[Fsj  Clear  Field 
[F9J  (  Icar  All  - 
[FIO]  Mam  Menu  - 
[Alt  X]  Exit  System 
[Esc] 


Displays  context-sensitive  help  for  the  highlighted  field 
Displays  help  text  for  '.he  entiie  Query  Screen. 

Searches  for  records  that  match  your  criteria 
Erases  the  criteria  in  the  highlighted  field 

Erases  criteria  in  all  the  input  fields. 

Returns  to  the  Mam  Menu  Your  criteria  remain  m  the  fields  on  the  Query  Screen. 

Exits  the  FED  LOG  system.  .  c  c 

If  search  is  in  progress,  cancels  it.  Otherwise,  returns  to  the  Setup  Screen. 
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b.  Move  to  the  first;  last  record  in  the  list  with  the  [Home;  End]  kevs. 

c.  Scroll  the  list  one  screen  at  a  time  with  the  [PgUp;  PgDn]  keys. 

d.  Move  to  a  specific  line  in  the  list  by  typing  the  number  of  the  line;  the  number  is  automatically  entered  into  the  line 
number  field  in  the  screen  header.  After  typing  in  a  number,  press  [Enter]  to  move  to  the  corresponding  line. 

You  can  scroll  through  the  pick  list  as  the  program  continues  to  search.  However,  this  slows  the  speed  of  the  search. 

Select  the  records  you  wish  to  see  in  further  detail  by  tagging  them.  To  tag  a  record,  place  the  highlight  baron  the  record.  Then, 
press  [Enter].  A  small  check  mark  appears  in  the  tag  column,  indicating  the  record  is  selected  Press  [Enter]  again  to  remove 
the  tag.  You  can  tag  all  the  records  in  the  list  by  pressing  the  (F8]  key.  To  remove  all  the  tags  at  once,  press  [F9] 

When  you  finish  lagging  records,  continue  by  pressing  [F3]. 

Summary  of  keys  available  on  the  pick  list  screens. 


[FI]  Help- 

[Shift  Fl]- 
(F2]  New  Search  - 
[F3]  Accept  - 
[F3]  NSN  List  - 
(F3]  Select  Views  - 

[F3]  Supply  Data  - 
[F5]  Prev  View  - 


[F6]  Next  View  - 

IF7)  Print  ■ 

[F8]  Tag  All  ■ 

[F9]  Untag  All - 
(Alt  X]  Exit  System  - 
[Esc]  - 


Enters  context-sensitive  help  mode,  highlight  a  field,  then  press  [Enter]  to  view  help 
for  that  field. 

Displays  help  text  for  the  current  pick  list  screen 

Returns  to  the  Query  Screen,  with  all  your  criteria  still  displayed 

Accepts  your  choices  in  the  Select  Views  Window 

From  the  item  name  pick  list,  moves  to  the  NSN  pick  list 

Allows  you  to  select  databases  from  the  Select  Views  Window,  then  moves  to  the  data 
screens  for  your  selections 

From  the  supplier  pick  list,  moves  to  the  Supplier  Data  Screen 

Moves  directly  from  the  pick  list  to  the  data  screens  for  the  previous  view  selected  in 

the  Select  Views  Window.  Following  a  new  search,  goes  to  last  selected  view  in  the 

window. 

Moves  directly  from  the  pick  list  to  the  data  screens  for  the  next  view  selected  in  the 
Select  Views  Window.  Following  a  new  search,  goes  to  first  selected  view  in  the 
window. 

Prints  selected  information  to  a  file,  printer,  or  COM  port  with  a  printer  attached. 
Tags  all  records. 

Unlags  all  records. 

Exits  the  FED  LOG  system. 

Returns  to  the  screen  on  the  previous  level  If  a  search  is  in  progress,  cancels  it. 


a  Part  Number  Pick  List 

The  part  number  pick  list  displays  the  NUN,  part  number,  CAGE  Code  and  item  name  for  each  match  to  your  criteria.  A  • 
symbol  after  the  item  name  indicates  an  unapproved  item  name.  The  NUN  displayed  in  the  screen  header  corresponds  to  the 
item  highlighted  in  the  list. 
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Federal  Loatttics  Data  on  Compact  Disc  (FED  LOG) 
PART  NUMBER  PICK  LIST 

Uacr  ID: 

Current  record:  T  of  ASB  Ninfaer  Tagged; 

NUN:  00-007-397A  Line  N>JiR>er  |  | 

Search  coapictcd. 


Jun  92 
FUS 


TAG 

PART  HUMBER 

CAGE 

ITEM  NAME 

100-0000-3B3 

13499 

CAPACITOR, FIXED, ELECTROLYTIC 

tOOtllAJIM 

7931B 

PACK INC, PREFORMED 

T001352A-009 

1BB76 

TERMINAL, LUG 

100216- tot 

92059 

PLATE, RETAINING, electrical  CONNE 

10022CX0010S2 

S62B9 

CAPACITOR, FIXED, ELECTROLYTIC 

10023S 

33472 

CIRCUIT  CARO  ASSEMBLY 

10031-4 

12909 

CLAMP, LOOP 

1OO-S34-BBO0 

U106B 

PACKING. PREFORMED 

100S9 

70655 

hanger. CABLE 

1006B9BS-11 

1BB76 

PLATE, FRONT  • 

100  7913 

19139 

DEVELOPER , PHOTOGRAPH  1 C 

1009-03 

56771 

SPLINT. leg 

Highlight  records  and  press  ENTER  to  select.  Press  FJ  to  select  view. 
-NEW — rSei-fCTT - , - , - , - r-TAG — rONFRC-l - r-EKIT 


HELP 


SEARCH 


VIEWS 


PRINT 


-TAG — rONTAG- 
ALL  I  ALL 


STSTEM 


n1 


I  F1  I  F2  I  F3  I  I  i  I  F7  I  F8  I  F9  I  |aLTX 


Figur*  4  •  Part  Number  Pick  List 

Highlight  and  press  [Enter]  to  tag  the  items  you  wish  to  see  in  further  detail,  as  described  in  the  previous  section  When  you 
are  linished  tagging  Items,  you  can  viewdata  for  your  items  by  prcssing[F3]  This  displays  the  Select  Views  Window,  described 
m  Section  1 7.6.4  If  you  return  to  the  pick  list  later,  you  can  move  directly  from  the  pick  list  to  the  data  screens  by  pressing 
l^rjJ  or  [roj;  use  ine  [F3]  key  only  to  select  the  initial  views  or  to  change  your  selections 

Press  (F7]  from  the  part  number  pick  list  to  send  data  for  the  tagged  items  to  a  printer  or  disk,  as  described  in  Section  1 7.6.6 
b.  Supplier  Name  Pick  List 

The  supplier  name  pick  list  displays  CAGE  Codes  and  supplier  names  for  all  matches  to  your  supplier  name  query, 
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Fcdtral  Logistics  Oats  on  Coopact  Oise  (FED  LOG) 
SUPPLIER  NAME  PICK  LIST 


Usar  10: 

Currant  record;  1  of  19 


Nimber  Tagged:  0 

line  Nun^r  J _ | 

Search  coiaplcted. 


Jun  92 

Fits 


TAG 

CAGE 

COMPANY  NAME 

OAACO 

•UTTON  LAOY  THE  OlV  OF  ARK  UNLIMITED  INC 

OOJKO 

CLASSIC  SUTTON  CO 

OOP9S 

ARRCO  SUTTON  CO  FRANKLIN  PRODUCTS  DIV 

OKHTT 

MR  SUTTON  PRODUCTS  INC 

0N8AS 

U  S  SUTTON  CORP 

ORYHA 

SUTTON  A 1 KANE 

1GR06 

SUTTON  MOTORS  INC 

2M392 

MCKEE  Sul  TON  CO 

■ 

20066 

AMERICAN  PEARL  SUTTON  CO 

3Et49 

ROCHESTER  SUTTON  CO 

3G628 

VICTORY  SUTTON  CO  INC 

5Aa70 

COLUMBIA  BUTTON  NAIIMEAO  CORP 

lEW — r  SUPPLY 

search)  data 


inue. 


1 

PRINT 

r-TAG - 

ALL 

,UNTAC~| 

ALL 

pEXIT-, 

SYSTEM 

1  1  1  F7  1  F8 

1  »  1  1 

ALTX 

I  I  rH  r3  I 


Figure  5  -  Supplier  Name  Pick  List 


Highlight  and  press  [Enter]  to  tag  the  names  of  the  suppliers  you  wish  to  see  in  further  detail,  as  described  in  the  beginning 
of  Section  17.6.3.  After  tagging  names,  press  [F3]  to  view  the  supplier  data  for  the  lagged  names.  See  Section  1 7.6. 5. a  for 
information  on  the  Supplier  Data  Screen. 

Press  [F7]  from  the  supplier  name  pick  list  to  send  supplier  data  for  the  tagged  items  to  a  printer  or  disk,  as  described  in  Section 
17.6.6. 


c.  Item  Name  Pick  List 

The  item  name  pick  list  displays  item  names  that  match  your  item  name  query.  A  •  symbol  after  the  item  name  indicates  an 
unapproved  item  name. 
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HELN  SEANCH  LIST 
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EHTEI  to  select.  Arese  fS  to  continue. 


TA& 

ALL 

E»- 


-EXIT-, 

mtEN 
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Houra  •  •  lt«m  Namt  Pick  List 

Highlight  and  press  [Enter]  to  tag  the  names  you  wish  to  see  in  further  detail,  as  described  in  the  beginning  of  Section  17.6.3. 
After  tagging  items,  press  [F3]  The  NSNs  that  match  your  tagged  items  are  listed  in  the  NSN  pick  list. 

d.  NSN  Pick  List 

The  NSN  pick  list  displays  items  associated  with  each  name  tagged  in  the  item  name  pick  list  A  •  svmbol  after  the  item  name 
indicates  an  unapproved  item  name. 
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Federal  Legletlce  Date  on  Conpact  Diac  (FED  LOG) 
Supplier  Data  Reaponaa  for  MSN  28l0-00-11S-a3S6 


User 'a  10: 

Itaa  Naaia:  TUK  * 
Today'a  Data:  01  92 


Jift  n 
1  of  9  taMod 

_  fits 


Caa«>any  Naaw:  MUTT  AND  UMITHET  DUIACA  IHC 
Addraaa:  1000  NARtE-VICTOtlM  StW 
lOHGUEUIL  SUE  CAN  J4C  1A1 


Zip  Coda: 

Talapftona:  114-662-8333 


CAGE  Coda:  00198 
Statue:  A 

Type:  U.S./CAWADtAW  MAMUFACTUREII 


Uaa  PACE  UP/OOIM  to  view  additional 

NEXT- 
VIEW 
-F6- 


- i-NEW— -rSELECT-i - r-^«EV-|-MI 

HELP  SEARCH  VIEWS  VIEW  V 

I— F 1— 1— F2— 1— F3— J - l_f  S— 


racorda  for  the  currant  HI  IN 
- -pPREV-r-HEXT-, - 

PRINT  HUN  NUN 

-L-F  ?  1  F8  I  F»— J - 


Ei:l3 


Hgura  8  •  Supplisr  Data  Scraan 

Definitions  of  these  fields  are  found  in  context-sensitive  help,  as  described  in  Section  17  4.2  b 

If  vou  enter  tlic  Supplier  Data  Screen  from  a  pick  list,  vou  can  access  supplier  data  for  ihc  other  tagged  rccoids  by  pressing 
[F'8]or[F9)  To  access  other  views,  press  [F5]  or  ( F6]  Remember,  if  you  search  on  a  C  A(iF  (  ode  or  supplier  name  criterion 
only,  no  other  views  are  available  for  that  code  or  name  8 

b.  Reference  Number  Data 

The  Reference  Number  Data  Screen  displays  MCRL(  Master  Cross  Reference  l.ist )  information  ( Rcle rente  numbers  are  also 
known  as  part  numbers  ) 
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Federal  Logittict  Data  on  Coupact  Disc  (FED  LOG) 
lefaranca  Niatwr  Data  Ratponaa  for  MSN  2810-00-11S-83S6 
ID:  Jun  92 

aaa:  TUBE  *  1  of  9  tagged 


Today's  Data:  01  Jun  92 


Fits 


Rafarenca  MMRwr 

A$1234S 

12345 

12345 


CAGE 
12778 
00198  8 

77445  8 


ISC  RNVC  RNCC  SADC 
8  2  3 


DA 


I 

HELP 

■pMEU — 
1 SEARCH 

r  SELECT-, - 

VIEWS  1 

- pPREV-p-MEXT- 

VIEU  1  VIEW 

PRINT 

r-PREV-pNEXT-j - 

1  NIIH  1  NIIH  1 

- |-t*IT-| 

SYSTEM  1 

Uli 

_F2_L 

J3j_ 

1  FS  1  F6 

in. 

1  »=«  1  1 

|altx 

Figur*  9  •  Rafergnc*  Numbar  Data  Scraen 


The  header  displays  ihc  NSN  and  item  name  of  a  record  that  matches  your  search  The  information  box  displays  the  following 
information  about  the  NSN  shown  in  the  screen  header: 


Reference  number 

CAGE  (Commercial  and  Government  Entity  code) 

ISC  (Item  Standardization  Code)  • 

RNVC  (Reference  Number  Variation  Code) 

RNCC  (Reference  Number  Category  Code) 

SADC  (Service  Agency  Designator  Code) 

DA  (Description  Availability  code) 


Definitions  of  these  fields  are  found  in  context-sensitive  help,  as  described  in  Section  17  4  2.b 

Press  [F5]  or  [E6]  to  access  other  views  for  the  displaved  item  (these  views  must  be  tagged  in  the  Select  Views  Window).  Press 
[F81  or  fF9]  to  access  reference  number  data  for  other  items  tagged  m  the  pick  list  If  you  have  only  one  match,  the  (Fg]/(F9] 
keys  ire  not  available 

c.  Management  Data 

The  Management  Data  Screen  provides  ML-C  (Master  List-Consolidated)  information 
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Ftdcrat  Logistic*  Dots  on  Coagiset  Disc  (FED  LOG) 

NanagaaMnt  Data  Raspona*  for  NSN  2810-00-118-8356 

User's  ID:  Jiai  92 

Itaai  Naaa:  TU8E  *  1  of  9  tagged 

Today's  Data:  01  Jifi  92  Fiis 

S/A  SOS  AAC  OUP  Ul  Unit  Price  SLC  CIIC  RC  MGMT  CTL  PMI  ADP  DML 

PC  Phrase  Ststaawnt  Ul  Conv  Factor  (XXI  JTC 

DF  FPZ  T  S  EA  6.41  0  7  3  J 

OF  FPZ  T  5  EA  6.41  0  7  H  MD1PD  V  3  J 

H  DISPOSAL 

HELP  |sEARCh|vIEUS  |  VIEW  |  VIEW  |PRIHT  HIIH  |  HI  IN  SYSTEh] 

I  FI  I  F2  I  F3  I  I  FS  I  F6  I  F7  I  F8  I  F9  I  |aLTx| 


Figurt  10  -  Management  Data  Screen 

The  header  displays  the  NSN  and  item  name  of  a  record  that  matches  your  search  The  information  box  display  s  the  following 
information  about  the  NSN  shown  in  the  screen  header: 

S  A  (Service  Agency  Code) 

SOS  (Source  of  Supply  Code) 

9  AAC  (Acquisition  Advice  Code) 

QUP  (Quantity  per  Unit  Pack) 

UI  (Unit  of  Issue) 

Unit  price 

SLC  (Shelf-Life  Code) 

CIIC  (Controlled  Inventory  Item  Code) 

RC  (Reparability  Code) 

MGMT  CTL  (Management  Control  Data) 

PMI  (Precious  Metals  Indicator  Code) 

ADP  (Automatic  Data  Processing  Equipment  Identification  Code) 

DML  (Demilitarization  Code) 

PC  (Phrase  Code) 

Phrase  Statement 

Ul  conv  factor  (Unit  of  Issue  Conversion  Factor) 

OOU  (Order  of  Use  Code) 

JTC  (Jump  to  Code) 

For  Air  Force  systems  only: 

D043.  An  •  in  this  field  indicates  that  overlay  information  is  displayed.  This  information  is  displayed  in  the  PC,  phrase 
statement,  OOU  and  JTC  fields  on  the  Management  Data  Screen  for  the  Air  Force. 

X-File  data  follows  other  data  on  the  Management  Data  Screen,  and  consists  of  these  fields: 

Item  identifier 
Related  item 

Rel  CD  (Relationship  Code) 

Inc  CD  (Incompatibility  Code) 

For  Navy  systems  only. 


•  • 
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SLA  (Shelf  Life  Aciion  code  from  LIRSH  data) 

Definitions  of  fields  on  the  Management  Data  Screen  are  found  in  contextsensitivc  help,  as  described  in  Section  1 7,4. 2. b. 

Press  [F5)  or  [F6]  to  access  other  views  for  the  displayed  item  (these  views  must  be  tagged  in  the  Select  Views  Window )  Press 
[F8]  or(F9J  to  access  management  data  for  other  items  tagged  in  the  pick  list.  If  you  have  only  one  match,  the  [F8J/IF9J  keys 
arc  not  available. 

d.  Characteristics  Data 

The  Characteristics  Data  Screen  displays  decoded  characteristics  for  your  selected  NUN  NSN 


reijoral  logistic^  It.stn  on  foT«..ofi  rii-.r  (Ftp  int.) 

Character  isl  ic  Dat.o  foi  M'li  2010-00-118  Fitsr. 

User's  10:  ■*'*' 

I  too  N.nne:  TUBE  *  1  of  9  t.sgged 

Today's  Date:  01  Jon  ^tlS 


MRC  REOUjREMENT  STAlEHClll 


IIAHE  HEM  NAME 
ACAV  ENU  HEM  IDENI  irirAt  l'>'l 

TEXt  general  CHARACIfRISI irs 

ItEII  OESCRIPtlOH 


CLEAR  IfxT  Rtitr 

tont 

A(  I  t  HI':  RIV'.O 

KAIL  St(tl  rtn  AMS  ■jOSO;  IHTPAIL 
irNGIII  6.37'  IN.;  t.  7‘-n  IN.  OF 
ONE  riio  At  00  0.57ts  IN.  MIN  AND 
0.372S  IN.  MAS;  0.67A  IN.  OF  ONE 
fill'  AT  ni)  0.57',  IN.  MIN  ANtl  0.375 
IN.  MAX;  PrilAINIlir,  IHir.lH  IK' 
n.tr/,  IN  him  ANIi  D.  t'/6  IN.  MAX; 

(  IIAMI I  «ri>  f  HliS 


Figure  11  -  Clinioctoiisiics  Data  .'it  iccii 

rile  he  ider  displiiv  >  the  NSN  and  item  name  of  a  record  that  matches  your  search  1  he  iiilormalion  box  displays  the  following 
information  about  the  NSN  shown  in  the  screen  header: 

MRC  (Master  Requirement  Cs'de) 

Requirement  Statement 
Clear  Text  Reply 

Delmil'ons  ol  fields  on  the  Characteristics  Data  Screen  are  found  in  context-sensitive  help,  as  described  in  Section  I7.4.2.b. 

The  characteristics  data  resides  on  the  third  FFD  I  OG  CD.  If  you  do  not  have  a  ihi'J  C'D  drive,  the  program  will  prompt  you 
to  replace  Disc  2  with  f^isc  .1  at  the  appropriate  time  (If  vour  selected  NUN  does  not  have  chaiaeterisiics  data  available,  you 
will  not  be  prompied  to  switch  CDs.)  When  you  are  done  with  characteristics  and  press  a  key  to  move  to  another  screen,  you 
will  be  prompted  to  remove  Disc  .1  and  put  Disc  2  back  in  the  drive  If  you  have  three  CD-RDM  drives,  you  do  not  need  to 
exchange  discs 

Pre  V- 1 1-5]  <'r  [Ff'l  to  access  othci  views  for  the  displayed  item  (these  views  must  he  tagged  in  the  Select  Views  Window).  Press 
(FK  j  or  [F9]  to  access  characteristics  data  lor  other  items  lagged  in  the  pick  list  If  you  have  only  one  match.  the[F8]/[F9)  keys 
an:  noi  available 

e  Freight  fj.iia 

7h.  '  rcight  Data  Screen  displavs  freight  data  for  your  malthev 
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ID: 


Federal  Logistics  Data  on  Coopact  Disc  (FED  LOO 
Freight  Data  Response  (or  HSM  2810-00- 11B-B3J6 


user's 
I  ten  Name;  TUBE  • 
Today's  Date:  01  Jun  92 
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Figur«  12  -  Freight  Dats  Screen 


The  header  on  the  Freighi  Data  Screen  displays  the  NSN  and  item  name  of  a  record  that  matches  your  search  The  information 
box  displays  the  folloising  information  about  the  NSN  shown  in  the  screen  header 


I 


» 


IC  (Integrity  Code) 

ACTY  (Managing  Activity) 

NMFC  ITEM  NUMBER  (National  Motor  Freight  Classification  Number) 

SUB  (National  Motor  Freight  Classification  Sub-item) 

UFC  ITEM  NUMBER  (Uniform  Freight  Classification  Number) 

RV  (Rail  Variation  Code) 

HMC  (Hazardous  Materiel  Code) 

LTL  (Less  Than  Truckload) 

LCL  (Less  Than  Carload) 

Wee  (Water  Commodity  Code) 

TCC  (Type  Cargo  Code) 

SHC  (Special  Handling  Code) 

ADC  (Air  Dimension  Code) 

ACC  (Air  Commodity  Code) 

ASH  (Air  Special  Handling  Code) 

National  Motor  Freight  Description 

Definitions  of  fields  on  the  Freight  Data  Screen  are  found  in  context-sensitive  help,  as  described  in  Section  I7.4.2.b 


Press  [F5]  or  [F6]  to  access  other  views  for  the  displayed  item  (these  views  must  be  tagged  in  the  Select 

[F81  or  [F9]  to  access  freight  data  for  other  items  tagged  in  the  pick  list.  If  you  have  only  one  match,  the  [F81/[F9]  keys  arc 

not  available. 


f.  Supplemental  Air  Force  Management  Data 
The  Supplemental  Air  Force  Management  Data  Screen  is  available  on  Air  Force  systems  only 

The  header  displays  the  NSN  and  item  name  of  a  record  that  matches  your  search  The  information  box  display  s  the  following 
information  about  the  NSN  shown  in  the  screen  header; 


CATALOG  MANAGEMENT  DATA; 
EMC  (Equipment  Management  Lode) 


» 


» 


I 


» 


i 
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SFCI  (Stock  Fund  Credit  Indicator) 

FSC  (Procurement  Source  Code) 

A/  L  (Airlift  Code) 

U/l  CF  (Unit  of  Issue  Conversion  Factor) 

PRE  U/l  (Previous  Unit  of  Issue) 

CIC  Date  (Critical  Item  Code  Effective  Date 
CIC  (Critical  Item  Code) 

TRANSPORTATION  DATA. 

EFF  Date  (Transportation  Data  Effective  Date) 

NMFC  (National  Motor  Freight  Code) 

FRC  (Freight  Rate  Code) 

TCC  (Type  Cargo  Code) 

ALC  (Air  Logistics  Center  Prime  Site  Code) 

SPI  Date  (Special  Packing  Instruction  Date) 

SPII  (Special  Packing  Instruction  Indicator) 

SPI  #  (Special  Packing  Instruction  Number) 

RECOVERABLE  ITEM  MOVEMENT  CONTROL  SYSTEM  (RIMCS)  DATA 
EFF  Date  (Effective  Date) 

CC  (Control  Code) 

PR  I  (Priority  Designator) 

IM/SM  (Monitoring  Inventory  Manager/System  Manager) 

SRAN#l.tf2. 

M  '  F  ( Mark  For) 

PC  (Project  Code) 

OC  (Ownership  Code) 

Definitions  of  these  fields  are  found  in  context-sensitive  help,  as  described  in  Section  17.4  2, b 
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Suppleeientel  Af  tfenegeinent  Response  for  MSN  2810-00-118-8J56 
user's  10:  ^  ” 

Item  Neme:  TUBE  *  1  of  It  tagged 
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Figure  13  -  Supplemental  Air  Force  Menagement  Data  Screen 

A  i  l-orcc  SRAN  data  is  available  by  pressing  IF4]. 

Press  [F5J  or  [F6]  to  access  other  views  for  the  displayed  item  (these  \  icws  iniisl  be  tagged  in  the  Select  \  iews  Window)  I’ress 
[F8]  or  [F9J  to  access  supplemental  Air  Force  management  data  foi  oiltci  items  lagged  in  the  pick  list.  If  you  have  only  one 
match,  the  [F8]  IF9]  keys  are  not  available. 
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g.  Air  Force  SRAN  Data 


The  Ship  to  Stock  Record  Account  Number  (SRAN)  Data  Screen  is  available  on  Air  Force  systems  only  This  data  is  also 
known  as  the  N.^ster  Base  Address  File.  Press  (F4]  from  the  Supplemental  Air  Force  Management  Data  Screen  to  access  the 
SRAN  information  for  the  displayed  supplemental  Air  Force  record. 


The  header  displays  the  NSN  and  item  name  of  the  record  The  information  box  displays  the  following  information  about  the 
NSN  shown  in  iJie  screen  Iteader 

SRAN 

Activity  name  and  base  address 
Attn  symbol,  np  code 
Autovon 

Definitions  of  these  fields  are  found  in  context-sensitive  help,  as  described  ir  Section  I7.4.2.b 

You  can  view  additional  SRAN  records  for  the  NSN  in  the  screen  header  by  pressing  (PgUp  PgDn]  and  [Home.' End). 

Press  [F5]  or  [F6]  to  access  other  views  for  the  displayed  item  (these  views  must  be  lagged  in  the  Select  Views  Window). 
Press  [F8]  or  [F9]  to  access  SRAN  data  for  other  items  lagged  in  the  pick  list.  If  you  have  only  one  match,  the  1F8]/(F9] 
keys  are  not  available. 

To  return  to  the  Supplemental  Air  Force  Management  Data  Screen  from  the  SRAN  Data  Screen,  press  [Esc], 
h.  AMDF  Data 

The  Army  Master  Data  File  (AMDF)  Screen  is  available  to  Army  users  only. 


•  • 


•  • 
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(•dcral  LOflittici  Data  on  Coapact  Oi(c  (FED  IOC) 

Army  Nattar  Data  File  Ratponsa  for  NSN/NCM  6520-01 -266-AA01 
user's  ID:  JkFi  92 
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Figure  1 5  •  AMDF  Data  Screen 

The  header  displays  the  NSN  MCN  and  item  name  of  a  record  that  matches  your  search  The  information  box  displays 

the  following  information  about  the  NSN,  MCN  shown  in  the  screen  header: 

AC  r  (Action  Code) 

ADDL  (Additional  Identification) 

SOS  (Source  of  Supply) 

AAC  (Acquisition  Advice  Code) 

PS  (Estimated  Price  Signal) 

Unit  Price 
U I  ( Unit  of  Issue) 

FC  (Fund  Code) 

UM  (Unit  of  Measure) 

Measurement  Quantity 
niC  (End  Item  Code) 

EC  (Essentiality  Code) 

SCMC  (Supply  Category  of  Materiel  Code) 

AEC  (Air  Eligible  Category  Code) 

MATCAT  (Materiel  Categoiy  Structure  Code) 

LIN  (Line  Item  Number) 

LCC  (Logistics  Control  Code) 

RICC  (Reportable  Item  Control  Code) 

ARC  (Accounting  Requirements  Code) 

SRC  (Special  Requirements  Code) 

SCIC  (Special  Control  Item  Code) 

CIIC  (Controlled  Inventory  Item  Code) 

ICC  (Inventory  Control  Code) 

SLC  (Shell-Life  Code) 

ARI  (Automatic  Return  Item  Code) 

DML  (Demilitarization  Code) 

Processing  Equipment  Identification  Code) 
rMI  (Precious  Metals  Indicator) 

MR  (Maintenance  Repair  Code) 

RC  (Recoverability  Code) 

Phrase  Code 
Phrase  Statement 
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Rclaied  NSN  MCN 

U 1  Rel  ( Related  NSN  MCN  Unit  of  Issue) 

UM  Rel  (Related  NSN /MCN  Unit  of  Measure) 

MEAS-QTY  Rel  (Related  NSN 'MCN  Measurement  Quantity) 

QTY  PER  ASSY  (Related  NSN,  MCN  Quantity  per  Assembly) 

Definitions  <  f  these  fields  are  found  in  context-sensitive  help,  as  described  in  Section  17  4.2.b. 

Press  (FIO]  to  view  the  replacement  NSN  for  the  NllNs  in  the  phrase  statements.  The  Army  Order  of  Use  Data  Screen  is 
available  by  pressing  [F4]. 

Press  [F5]  or  [F6]  to  access  other  views  for  the  displayed  item  (these  views  must  be  tagged  in  the  Select  Views  Window)  Press 
[F8]  or  [F9]  to  access  data  for  other  items  tagged  in  the  pick  list  or  other  matches  to  your  LIN  search.  If  you  have  only  one 
match  to  your  search,  the  [F8]  [F9]  keys  are  not  available 

i.  Army  Order  of  Use  Data 

The  Army  Order  of  Use  Data  Screen  is  available  on  Army  systems  only.  Press  (F4]  from  the  AMDF  Data  Screen  to  access 
order  of  use  (l&S)  information  for  the  displayed  AMDF  record.  The  header  displays  the  NSN  MCN  and  item  name  of  the 
record.  The  information  box  displays  the  following  information  about  the  NSN 


OOU  (Order  of  Use  code) 

JTC  (Jump  to  Code) 

Related  Item  NSN 

Definitions  of  these  fields  are  found  in  context-sensitive  help,  as  described  in  Section  17  4  2  b 
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Figur*  16  •  Army  Order  of  Use  Data  Screen 


Press  [F5]  or  [F6]  to  access  other  views  for  the  displayed  item  (these  views  must  be  tagged  in  the  Select  Views  Window).  Press 
[F8]  or  [F9]  to  access  order  of  use  data  for  other  items  tagged  in  the  pick  list  or  other  matches  to  your  LIN  search.  If  you  have 
only  one  match  to  your  search,  the  [F8]/[F9]  keys  are  not  available. 

Press  [Esc]  to  return  to  the  AMDF  Data  Screen  from  the  Army  Order  of  Use  Data  Screen 

j.  MRIL  Data 
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This  screen  is  available  on  Navy  systems  only.  The  Master  Repairable  Item  List  (MRIi  )  is  a  catalog  of  Na\\-managed 
repairable  items.  The  header  displays  the  NSN  NICN  and  item  name  of  a  record  that  matches  your  search.  1  he  information 
box  displays  the  following  information  about  the  item  shown  in  the  screen  header; 

LSI  (Long  Supply  Credit  Indicator) 

SRC  (Scheduled  Removal  Component  Card  Code) 

COG  (Cognirance  Symbol) 

MCC  (Material  Control  Code) 

Model  Number 

SMIC  (Special  Material  Identification  Code) 

SSC  (Supplemental  Source  Code) 

RMC  (Repair  Maintenance  Code) 

RC  (Recoverability  Code) 

CIIC  (Controlled  Inventory  Item  Code) 

M PD  (Movement  Priority  Designator) 

RIP  (Rcmain-ln-Place  Indicator) 

Shipping  Data  Notes 
Shipping  Codes 

The  fields  for  shipping  data  notes  and  shipping  codes  may  contain  multiple  lines  of  information,  scroll  this  data  using  the  [Lip 
Down]  arrow  keys. 

Definitions  of  fields  on  the  MRIL  Data  Screen  are  found  in  conteM-scnsiiisc  help,  as  described  in  Section  I7.4,2.b. 


tedcrit  logislirs  Oat*  on  Compact  Disc  (tED  10C> 

M«U  (tspons*  for  NSN/NtCN  6610-00-000  0089 
User's  ID:  Jen  9? 
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lod.sy's  Date:  01  Ji*i  92 
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Figure  17  -  MRIL  Data  Screen 

N.ivy  shipping  data  is  available  by  pressing  [F4] 

Press  [ L5Jor  (F6J  to  access  other  views  for  the  displaved  item  (ihesc  views  must  be  lagged  in  Ihe  Select  Views  Window).  Press 
[F81  or  [F9]  to  access  data  for  other  items  tagged  in  the  pick  list  II  you  have  only  one  match  to  your  search,  the  [F8]  '[F9]  keys 
ire  not  available 


f  Navy  Shipping  Data 

I  his  screen  is  available  on  Na\y  systems  only  Press|F4J  (lom  the  MRU  Data  Screen  to  access  shipping  information  for  the 
displayed  shipping  codes  1  he  Shipping  Data  Screen  cont.iins  shipping  insiiuctioiis  lor  the  shipping  code  in  the  screen  header 
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Definilions  of  lields  on  the  Shipping  Data  Screen  are  found  m  comexl-sensitive  help,  as  descrihcd  in  Scclion  I7.4.2.b. 
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Roura  18  •  Navy  Shipping  Data  Scraan 

You  can  view  other  shipping  code  data  for  ihc  currcni  NSN  MCN  b>  pressing  (Pgl  p  PgDn]  and  (Home  End] 

Press  [F5]  or  [Eh]  to  access  other  views  for  the  displayed  item  (these  views  must  be  tagged  in  the  Select  V  lews  W  indow )  Press 
[F8]  or  (F9]  to  access  shipping  data  for  other  items  tagged  in  the  pick  list  If  you  have  only  one  match  to  your  search,  the]  F8J 
[F9i  keys  arc  not  available 

Press  [Esc]  to  return  to  the  MRIL  Data  Screen  from  the  Navy  Shipping  Data  Screen 

17.6.6  Printing  and  Copying.  Press  [F7]  to  print  information  from  any  data  screen  or  from  the  pail  number,  supplier  name 
or  NSN  pick  list.  The  Print  Selection  Window  opens,  allowing  you  lo  choc  e  options,  depending  on  the  tv  pc  of  search  used. 

If  you  have  more  than  one  match  with  more  than  one  view,  you  will  have  these  options 


Records 


Rgure  19  -  Print  Selection  Window 

Choose  which  records  to  include  in  your  output  "Current  match"  refers  lo  the  record  highlighted 
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in  the  pick  list  or  the  record  displayed  on  the  screen.  “All  tagged  niaichcs"  refers  to  all  the 
records  you  tagged  in  the  pick  list. 

Views  Choose  which  view  to  include  in  your  output.  “Current  view"  refers  to  the  database  on  screen.  If 

you  tag  “select  views”,  the  View  Selection  Window  appears.  In  this  window,  tag  the  desired 
views,  then  press  [F7]  to  save  your  selections  and  return  to  the  Print  Selection  Window. 

Destination  Choose  where  you  want  your  output  sent:  to  a  printer  (LPTI),  a  COM 'port  w  ith  a  printer  att¬ 

ached  or  a  file. 

If  you  have  only  one  match  to  your  search,  you  do  not  have  the  option  of  choosing  records.  If  you  print  CAGE  data  following 
a  CAGE  Code-only  or  supplier  name-only  search,  you  do  not  have  the  option  of  choosing  additional  views;  only  supplier 
information  is  available. 

The  Print  Selection  Window  has  tags  next  to  the  default  selections.  To  change  a  selection,  highlight  the  desired  choice  and 
press  [Enter]  to  tag  it. 

If  you  choose  COM  port,  a  window  asks  you  to  select  which  COM  port  you  wish  to  use.  highlight  the  desired  port  and  press 
[Enter], 

If  you  choose  to  print  lo  a  printer  or  COM  port,  be  sure  the  printer  is  turned  on,  attached  to  yout  computer,  and  on-line.  Also 
check  that  the  printer  has  enough  paper  for  your  print  job. 

After  you  have  tagged  your  ehoices  in  the  Print  Selection  Window,  press[F7]  to  continue  II  you  choose  to  write  data  to  a  file, 
the  File  Selection  Window  is  displayed  after  you  press  [F7].  The  window  lists  all  files  with  a  PRT  extension  in  the  default 
subdirectory.  You  can  perform  the  following  functions  in  this  window; 

a  If  desired,  change  the  current  drive  and  directory  to  a  new  default  by  pressing  [F6J  Ty  pe  ihe  new  paih  in  the  format 
c:/path  and  press  [Enter]. 

b.  To  create  a  new  file,  ty  pe  in  a  filename  consisting  of  up  to  eight  characters,  then  press  [  E ntc '  ]  1  he  program  adds  a  PRT 
extension  to  your  filename  and  places  the  file  in  the  current  subdirectory. 

c.  To  append  or  overwrite  an  existing  file,  highlight  the  filename,  then  press  [Enter],  (Appending  adds  (he  new  information 
to  the  end  of  the  current  file  Overw  riting  replaces  the  information  currently  in  the  file  w  ith  the  new  information  I  The  program 
lists  only  those  files  with  PRT  extensions  located  in  the  current  subdirectory. 

d  To  delete  an  existing  file,  highlight  the  filename  and  press  the  [Delete]  key. 

c  Press  [Esc]  lo  return  to  the  data  or  pick  list  screen  without  saving  data  to  a  file 

You  can  stop  a  lengthy  print  or  copy  job  by  pressing  [Esc].  The  information  already  in  the  buffer  is  printed  or  copied  before 
the  printing  stopv 

17.6.7  Exiling  Ihe  Irileraclivc  Program.  To  exit  the  interactive  program  and  return  to  the  Main  Menu,  go  to  the  Query  Screen 
and  press  [FIO], 

To  exit  the  FED  LOG  system,  press  [Alt  X]  from  any  screen.  An  exit  message  appears  at  the  top  of  the  screen  prompting  you 
lo  enter  [Y]  or  [N  j  to  exit.  Press  [Y]  for  Yes  to  exit  and  you  will  return  lo  the  system  prompt  You  can  also  exit  from  the  Logo 
Screen  or  Main  Menu  by  pressing  [Esc],  The  same  exit  message  as  above  is  displayed 


CHAPTER  7 

USING  THE  FED  LOG  BATCH  PROGRAM 
^  To  start  the  FED  LOG  batch  program,  refer  to  Chapter  5. 

17.7.1  Overview  of  Program.  The  FED  LOG  batch  program  is  similar  to  the  interactive  program  both  programs  provide  on¬ 
screen  prompts  and  search  the  same  databases  using  the  same  search  input  fields.  The  batch  program,  however,  allows  you 
to  enter  multiple  queries  at  once.  The  queries  can  run  overnight  and  search  results  can  be  sent  directly  to  a  printer  or  to  a  file. 

Perform  a  search  in  the  batch  program  as  described  below: 

a.  The  job  consists  of  two  files:  a  setup  file  (created  on  the  Setup  Screen)  and  an  input  file  (created  on  the  Query  Screen). 
The  setup  file  designates  the  search  input  fields,  dataviews  and  destination  for  your  search  results.  The  input  file  consists  of 
your  search  criteria. 

b.  After  you  create  your  setup  and  input  files,  you  will  place  the  batch  job  into  the  queue  and  then  run  the  job.  The  queue 
is  a  list  of  batch  jobs  that  run  in  sequence.  The  queue  is  similar  to  a  waiting  line:  the  first  job  runs  first,  then  the  next  job,  etc., 
until  all  the  jobs  in  the  queue  have  been  run. 

c.  From  the  Setup  Screen,  you  can  also  view  the  Job  List  Screen.  This  screen  lists  all  files  for  each  job  created. 

The  instructions  for  creating  and  running  batch  jobs  are  discussed  in  detail  in  the  remainder  of  Chapter  7 

17.7.2  Creating  the  Setup  File.  When  you  press [F4]  from  the  FED  LOG  Main  Menu,  you  enter  the  batch  program  at  the  Batch 
Setup  Screen. 

This  screen  allows  you  to  create  a  setup  file,  by  specifying  the: 

job  name, 
input  filename, 
query  fields, 
output  dataviews. 

output  device  for  your  search  results,  and 
output  filename. 
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Hgura  20  •  Batch  Satup  Scraan 

Enter  information  into  the  fields  as  described  in  the  following  sections  All  the  fields  must  be  timipleted  before  you  can  sasc 
the  setup  file. 

a.  Job  Name 

The  job  name  uniquels  identifies  the  batch  job  you  create  The  job  name  file  contains  all  the  inlormation  you  enter  on  the 
Setup  Screen 

If  you  entered  a  User  1 1)  on  the  Main  Menu,  the  job  name  defaults  to  your  ID  with  an  SF  I  extension,  y  ou  can  change  this 
name  by  using  the  arrow  keys  to  highlight  the  job  name  field,  then  entering  the  new  name  If  you  did  not  enter  an  ID.  you  must 
enter  a  |ob  name  before  ntosing  to  another  field  on  this  screen.  The  SET  extension  canni't  be  changed,  and  therefore  does 
not  show  up  on  screen 

To  enter  a  job  name,  type  in  a  valid  DOS  filename  consisting  of  up  to  eight  characters  and  no  extension  The  program  adds 
an  ShT  extension  and  places  the  file  in  your  FED  LOG  subdirectory,  if  you  enter  a  filename  that  already  exists  in  your  FED 
Lot  I  .ubdirectory .  the  job  will  be  displayed  on-screen  and  you  can  edit  it  as  necdci' 

h  Input  Filename 

Lsc  the  input  filename  tield  to  specify  the  name  of  the  file  containing  your  search  criteria  The  file  is  created  on  the  Batch  Query 
Screen,  but  you  must  specify  the  name  of  the  file  in  this  field  on  the  Setup  Screen 

It  >ou  entered  a  f  .er  ID  on  the  Main  Menu,  the  input  filename  defaults  to  your  ID  with  an  IM  extension;  you  can  change 
this  "■  ime  by  using  the  arrow  keys  to  highlight  the  input  filename  field,  then  entering  the  new  name  If  you  did  not  enter  an 
ID.  you  must  enter  an  input  filename  before  moving  to  another  field  on  this  screen  The  INT  extension  cannot  be  changed, 
and  therefore  docs  no!  show  up  on  screen. 

I  SI  spccilv  the  injHit  filename  for  your  job,  enter  a  valid  DOS  filename  consisting  of  up  to  eight  characters  and  no  extension 
The  program  automalically  adds  an  .INT  extension  to  the  filename  To  specify  a  subdirectory  other  than  the  FED  LOG 
sid'dircctors ,  type  the  path  before  the  filename,  such  as, 

■  mylilc-  iiipuil 

wile.''  c;  IS  the  dri\e.  myliles  is  the  subdirectory  and  inputi  is  the  input  lilcnaritc  N  ou  may  enter  up  to  .til  characters  for  the 
path  ind  fiicname  in  this  held.  If  you  do  not  enter  a  path,  the  program  defaults  to  the  I  f  D  I  OCi  subdirectory 
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To  start  the  FED  LOG  external  system  file  interface  program,  refer  to  Chapter  5 

17.8.1  Overview  of  Program.  The  external  file  interface  (herein  referred  to  simply  as  file  interface)  program  allows  you  to 
perform  multiple  searches  using  criteria  created  in  other  programs.  Search  results  are  sent  to  a  file  in  a  format  suitable  for  use 
by  other  programs. 

a.  To  perform  a  search  in  the  file  interface  program,  you  need  to  specify  four  files 

( 1 )  The  input  file  contains  queries  created  in  another  program  This  file  must  be  created  before  you  enter  its  name  on 
the  Setup  Screen. 

(2)  The  input  layout  file  specifies  how  the  input  file  is  organized. 

(3)  The  output  file  will  contain  the  results  of  your  search. 

(4)  The  output  layout  file  specifies  how  the  output  file  will  be  organized. 

b.  Briefly,  the  external  file  interface  program  takes  you  through  the  following  steps: 

(1)  You  will  enter  the  external  file  interface  program  at  the  Logo  Screen.  Press  any  key  to  move  to  the  Setup  Screen. 

(2)  On  the  Setup  Screen,  type  in  the  four  files  for  your  job.  Layout  files  may  also  be  selected  from  the  layout  file  list 
screens. 

(3)  If  the  input  layout  file  you  specify  has  not  been  created  yet,  the  program  takes  you  to  the  Input  Lay  out  Screen,  where 
you  can  specify  how  your  input  file  is  organized. 

(4)  If  the  output  layout  file  you  specify  has  not  been  created  yet,  the  program  takes  you  to  the  Output  Layout  Screen, 
where  you  can  specify  the  dataviews  to  be  included  in  your  output. 

(5)  For  each  dataview  you  select,  you  can  specify  on  the  Field  Selection  Screen  the  fields  to  be  included  in  your  output. 

c.  After  the  four  files  are  specified,  you  can  return  to  the  Setup  Screen,  and  run  the  job 

d.  The  remainder  of  Chapter  8  discusses  in  detail  the  instructions  for  running  the  external  file  interface  program. 

17.8.2  Specifying  Files.  When  you  press  any  key  on  the  Logo  Screen  of  the  external  file  interface  program,  you  enter  the 
program  at  the  Setup  Screen. 


•  i 


17.8-1 


•  • 


•  i 


CH  I  • 

DoD  4I00.39.M 
Volume  17 


^•daral  Loflttlea  Oat*  on  Coapact  Oiac  (FED  LOG) 

1  Fit*  Intarfac*  Scraan 

1  Syataa:  OLIS  ,  j 

Input  Fit*  Layout  j  | 

Input  FIlanMW  | 

1 

(kjtput  Ft  la  Layout  |  | 

Output  FIlanMW  | 

1 

1  _  your  utor  Id.  than  pratt  EMTtt. 

1  r  itTSTEIIi  aUM — .OJTauT.^ avoiiT  ihbiit  _ 

^  1  NELO  (  HELP  1  Ml  | LAYOUT  |\l ST  |lAT^t| 

Ifielg 

- ptXIT-t 

STSTEnI 

1  1  F3  1  F4  1  F6  1  F6  1 

J  *^8 

Lf9  J 

|altx| 

Figuf*  23  -  Satup  Scraan 


If  you  have  installed  the  general  system,  you  are  first  asked  to  specify  a  system:  Air  Force,  Army.  Navy  or  FLIS  Highlight 
your  choice  and  press  [Enter],  If  you  installed  a  service-unique  system,  the  name  autornaiically  appears  in  the  screen  header. 

On  thi.s  screen,  you  can  also  enter  an  optional  User  ID,  To  enter  an  ID.  type  up  to  eight  letters  and  or  numbers  (without  spaces). 
Press  [Enter]  to  move  to  the  next  field. 

Enter  filenames  into  the  rest  of  the  fields  on  (he  .Setup  Screen,  as  described  in  the  following  sections  Alter  you  have  entered 
the  filenames  on  the  Setup  Screen,  you  can  run  the  job  by  pressing  [F.^] 

a  Setup  Screen  Function  Keys 

Summary  of  keys  available  on  the  Setup  Screen: 


[FI]  Uclp- 

[Shift  Fl]- 

[F2]  System  Help  - 

[F3]  Run  .lob  - 

[F4]  Output  Lavout  - 

[F5]  U.  lyout  List  - 

[F6)  Input  Lavout  ■ 
[F8]  Clear  Field 
[F9]  New  Job  - 
[Alt  Xj  Exit  System  - 
[End] 

[ESC! 

[Hon-  j 


Enters  context-sensitive  help  mode 

Displays  help  text  for  the  screen 

Displays  help  text  for  the  entire  FED  LOG  system 

Starts  the  search  using  the  files  listed  on  screen 

Displays  the  Output  File  Layout  Screen 

Displays  list  of  input  or  output  layout  files,  depending  on  whether  an  input  or  out¬ 
put  field  is  highlighted  when  the  key  is  pressed 
Displays  Input  File  Layout  Screen. 

Erases  information  in  the  highlighted  field 

Clears  all  fields  on  screen  and  allows  you  to  enter  a  new  job. 

Exits  the  FED  LOG  system 
Moves  to  the  last  available  field 
Exits  the  FED  LOG  system 
Moves  to  the  first  available  field 


i)  Entering  the  Input  File  Layout 

The  ,'.put  layout  file  specifics  how  the  input  file  is  organised.  To  enter  the  name  of  your  input  layout  file,  type  in  a  valid  DOS 
filename  with  no  extension.  The  program  adds  an  .INP  extension  and  places  the  file  in  your  FED  LOG  subdirectory.  If  the 
spetilied  file  docs  not  exist,  you  will  be  instructed  to  press  [F6]  to  go  to  the  Input  File  Layout  Screen  and  create  the  file.  You 
can  ai'O  press  [F5]  to  select  from  the  list  of  existing  layout  files.  For  more  information  about  the  Input  File  Layout  Screen, 
sec  Sr  .tion  17  8  .V 
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c.  Entering  (he  Input  Filename 

NOTE;  The  input  file  must  be  created  before  you  can  specify  the  name  on  the  Setup  Screen. 

The  input  file  contains  the  queries  for  your  search.  This  file  is  imported  from  another  program  of  your  choosing  and  must  be 
converted  to  ASCII.  All  the  queries  can  be  on  one  line,  or  each  query  can  be  on  a  separate  line  If  you  separate  queries  on 
different  lines,  be  aware  that  ASCII  adds  two  characters  for  the  carriage  return  and  line  feed.  Therefore,  you  need  to  add  two 
characters  to  your  record  length  on  the  Input  File  Layout  Screen  if  your  queries  are  on  separate  lines. 

Name  the  file  with  a  valid  DOS  filename  and  optional  extension.  If  the  file  is  not  in  your  FED  LOG  subdirectory,  specify  the 
path  on  the  Setup  Screen  of  the  external  file  interface  program. 

Refer  to  Sections  I7.6.2.b  through  1 7.6. 2. h  for  rules  on  entering  search  criteria.  Note,  however,  that  wildcard  searches  are  not 
allowed  in  the  file  interface  program. 

d.  Entering  the  Output  File  Layout 

The  output  layout  file  specifies  how  the  output  file  will  be  organized  To  enter  the  name  of  your  output  layout  File,  type  in  a 
valid  DOS  niename  with  no  extension.  The  program  adds  an  .OUP  extension  and  places  the  file  in  your  FED  LOG 
subdirectory.  If  the  specified  file  does  not  exist,  you  will  be  instructed  to  press  [F4]  to  go  to  the  Output  File  Layout  Screen 
and  create  the  file.  You  can  also  press  [F5]  to  select  from  (he  list  of  existing  layout  files  For  more  information  about  the 
Output  File  Layout  Screen,  see  Section  17  8  4 

e.  Entering  the  Output  Filename 

The  output  file  will  -ontain  the  results  of  your  search.  T  o  enter  the  name  of  your  output  file,  type  in  a  valid  DOS  filename  with 
optional  extension.  If  you  wish  to  place  the  file  in  a  subdirectory  other  than  your  FED  LOG  subdirectory,  specify  the  path 
before  the  filename. 

Each  record  in  the  output  file  consists  of  a  dataview  abbreviation  followed  by  the  resulting  data  lor  the  query  and  dataview. 
The  data  fields  are  followed  by  a  broken  bar.  For  example,  one  record  in  the  output  file  may  look  like  this 

R543211SASH.W1ND0\M 

where  R  is  the  abbreviation  for  the  reference  number  dataview.  54,321  is  the  matching  CAGE  code  and  SASH. WINDOW  is 
the  item  name.  The  data  fields  are  selected  on  the  Output  Field  Selection  Screen 

The  following  abbreviations  are  used  for  the  daiaviews. 


Reference  Number  R 

Management  M 

Freight  F 

Characteristics  C 

Supplier  S 

Supplemental  Air  Force  Management  U 

SRAN  N 

AMDF  A 

Armv  OOU  O 

MRIL  L 

Navy  Shipping  Data  H 


17.8.3.  Input  File  Layout  Screen.  The  Input  File  Layout  Screen  allows  you  to  specify  how  your  input  file  is  organized. 
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Federal  Logittlci  Data  on  Coiapact  Disc  (FED  IOC) 
Input  File  layout  Screen 


User't  10; 
Input  File  I 
Service:  FUS 


Record  length:  |0  | 


Ml  IN/M$N/PSCII 
Fart  Hudber 
I  too  Maaw 
Supplier  Haaic 
CAGE  Code 


lEMCIN  STAAIIMC  l>OSIIIOH 


16 

0 

12 

0 

32 

0 

12 

0 

1 

0 

- Search  llailtatlons - 

FIrtt  Record  to  be  searched  jo  |  la«t  Record  to  be  tcsrched  |0  | 


I  HEIP  I  Flic  I 

FI  I  F2  I 


OUTPUItIATOUIi 

Flic  I  list  I 
F4  1  F5  I 


Position  |0 


- .CICAR- 

SAVE  (FIEID 

F7  1  FB 


SEIUP-pEMIt-. 

screenIstsfehI 
I  F10  Iaitx) 


Figure  24  •  Input  FH*  Uiyout  Scraen 

The  screen  header  indicates  the  name  of  the  input  file  layout  you  specified  on  the  Setup  Scicen  I  dit  this  name,  if  desired.  Also 
in  the  screen  hcadci,  enter  the  length  of  one  record  into  the  record  length  field 

Below  the  screen  header  are  the  query  fields  available  for  vour  system  I'nler  the  length  of  eacli  field  to  searched  in  V"'*' '"P“' 

ftk  Some  f  CM  e  such  as  CAGE  Code,  are  fixed  and  cannot  be  changed  You  also  need  to  enter  the  ''a"'''!:  P  " 

ol  eac?,T.eld  in  yom  inpM  f.le  If  you  do  not  wish  to  include  a  field  in  your  search,  leave  the  s, a, ting  position  at  0  Note  that 
wildcard  searches  on  partial  words  or  numbers  cannot  be  used  in  this  program 

NOTE;  When  entering  field  lengths  and  starling  positions,  you  can  only  enter  inloi  iiiation  for  valid  combinations  of  iritciia, 
as  discussed  in  Section  I7.6.2.f. 

I  he  lower  portion  of  tins  scieeii  allows  you  to  limit  your  search.  .1  you  wish,  llighliglit  these  lower  fields  to  limit  searches  the 
following  ways 

I  Enter  the  mimher  of  tlie  lirst  record  to  be  searched  to  begin  the  search  at  a  specific  iccord 

h  Onii  r  the  luiinbcr  of  the  lust  record  to  be  searched  to  end  the  search  at  a  specific  iccoid 

Enter  a  key  pliiase  and  position  to  terminate  the  search  when  the  program  reaches  the  phrase  in  the  specified  position 
Fo.  example,  you  can  terminate  the  search  when  "ZZV”  appears  in  positions  1.1- 1 5 

Aftci  vou  have  completed  t>  .  input  layout  file,  press  lF7j  to  save  the  file  You  can  then  press  jF  10]  to  return  to  the  Setup 
Screen  to  complete  the  information  for  your  search 

.Summar*  o!  keys  .ivailable  on  the  Input  f  ile  Layout  Screen 


[F  i j  Help 
[Shift  FI] 

[F7]  New  r  lie  - 
[F4j  Output  Layout 
[F!)]  Layout  List  - 

[FflSave- 

[FK;  Clear  Field  - 
(FIO)  Setup  Screen  - 
[  Ml  X]  Exit  System  - 


Enters  context-sensitive  help  mode 
Displays  help  text  for  the  current  screen 

Erases  all  information  on  the  screen  so  vou  can  create  a  new  lile 

Displays  the  Output  File  Layout  Screen 

Displays  a  list  of  input  layout  files 

Saves  the  information  on  the  screen  to  a  file 

Erases  infoimalion  in  the  highlighted  field 

Displays  the  Setup  Screen 

ILxits  the  FED  LOCi  system 
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[End]  -  Moves  to  the  last  available  field. 

[ESC]  -  Returns  to  the  previous  level  screen 

[Home]  -  Moves  to  the  first  available  field. 

17.8.4  Output  File  Layout  Screen.  The  Output  File  Layout  Screen  allows  you  to  specify  how  your  output  file  will  be  organized. 


Ftderal  Legittict  Data  on  Caapact  Olac  (FED  LOG) 

Output  FI  la  layout  Scroan 

Syatcai:  FUS 

User  ID:  Output  Fila  Layout  Fllanaa*  |  | 

Datavlau  Naaw  Abbravlatlon  Nuibar  oF  Fialdt  Selactad  Record  Length 

Cross  Rafarance  R  00  0000 

Manageaient  N  00  0000 

Freight  F  00  0000 

CAGE  S  00  0000 

Characteristics  C  00  0000 

Record  the  output  File  layout  FKanaise,  then  press  ENTER. 

- — - - rLAT0UTrlNPUT-| - -jCLEAR-| - rSETUR-j-EXI  T-. 

HEIR  FILE  LIST  |iAT0UT|  SAVE  |  VIEW  |  | SCREEN |stSTEN| 

■  FI  1  F2  1  1  1  F6  1  F6  1  F7  1  F8  1  |  FIO  |aLTX 

Figure  25  •  Output  File  Layout  Screen 


The  screen  header  indicates  the  name  of  the  layout  file  you  specified  on  the  Setup  Screen. 

The  main  portion  of  the  screen  allows  you  to  select  each  dataview  you  wish  to  have  included  in  your  output.  The  abbreviation 
column  corresponds  to  the  dataview  name;  this  abbreviation  is  placed  at  the  beginning  of  each  record  in  the  output  file. 

To  make  selections,  highlight  each  dataview  and  press  [Enter].  When  you  press  [Enter]  on  a  highlighted  dataview.  the  Output 
Field  Selection  Screen  appears,  allowing  you  to  select  the  fields  you  wish  to  save  for  the  highlighted  dataview.  See  Section 
17.8.5  for  more  information  about  selecting  fields. 

As  you  select  dataviews  and  fields,  the  number  of  fields  column  keeps  track  of  how  many  fields  you  have  selected  for  each 
dataview .  The  record  length  column  keeps  track  of  the  total  number  of  characters  in  one  record,  each  record  in  the  output  file 
consists  of  the  dataview  abbreviation,  the  field  delimiters  and  the  fields.  See  Section  I7.8.2.e  for  more  information  about  the 
output  file. 


When  you  are  finished  selecting  dataviews  and  fields,  press  [F7]  to  save  the  layout  file. 
Summary  of  keys  available  on  the  Output  File  Layout  Screen: 


[FI]  Help- 
[Shift  Fl]- 
[F2]  New  File  - 
[F5]  Layout  List  - 
[F6]  Input  Layout  - 
[F7]  Save  - 
[F8]  Clear  View  - 
[FIO]  Setup  Screen  - 
[Alt  X]  Exit  System  - 
[End]- 
[ESC]  - 


Enters  context-sensitive  help  mode. 

Displays  help  text  for  the  current  screen. 

Erases  all  information  on  the  screen  so  you  can  create  a  new  file. 
Displays  a  list  of  output  layout  files. 

Displays  the  Input  File  Layout  Screen. 

Saves  the  information  on  the  screen  to  a  file. 

Removes  the  highlighted  dataview  from  the  list. 

Displays  the  Setup  Screen. 

Exits  the  FED  LOG  system. 

Moves  to  the  last  available  field 
Returns  to  the  previous  level  screen. 


» 


I 


» 


» 


I 


» 


» 


» 
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Moves  to  the  first  available  field. 
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[Home]  - 


17.8.5  Output  Field  Selection  Screen.  The  Output  Field  Selection  Screen  is  displayed  each  time  you  select  a  dataview  on  the 
Output  File  Layout  Screen. 


Federet  logittic*  Date  on  Coi^oct  oitc  (FED  IOC) 

Output  Field  Selection 

Utcr'e  ID:  Job  Mame: 

Output  Fite:  Oatavicu:  Crott  RcFerence 

Length  of  Output  File:  56 _ Syeteei:  fllS _ 


Output  Field  Layout 

Field  Choices 

Order  Field  Na«e 

Length 

Field  Nae» 

Length 

01  I  teal  Naaie 

32 

Iteai  NMia 

32 

02  NSN 

16 

MSN 

16 

03  CAGE 

3 

Reference  Nuibcr 

32 

1  1  CAGE 

S 

ISC 

1 

RNVC 

1 

RNCe 

1 

SAOC 

10 

DA 

1 

Highlight  field.  Record  position  or  prets  ENTER  for  first  free  position. 

- tACCEPT, - , - : - , - , - , - r-€*IT 


HELP 


LAYOUT 


SYSTEM 


1 — \ — r 


F1 


I  M 


Ialtx 


Flgiir*  26  •  Output  Field  Selection  Screen 


This  screen  allows  you  to  select  the  fields  you  want  included  in  your  output  for  each  dataview  The  fields  on  the  right  are 
available  for  your  selected  dataview.  The  output  field  layout  on  the  left  lists  the  fields  you  select  in  the  order  you  want  them 
to  appear  in  the  output. 

To  select  a  field,  highlight  it  and  press  [Enter]  to  place  the  field  in  the  first  empty  position  on  the  left  side  of  the  screen.  You 
can  also  highlight  a  field  and  then  press  a  number  corresponding  to  where  you  want  the  field  plaeed  in  the  list  To  delete  a  field 
from  the  left  side,  highlight  the  field  name  on  the  right  side  and  press  [DEL].  The  screen  header  keeps  a  running  total  of  the 
length  of  each  record  in  the  output  file. 


When  you  finish  selecting  fields,  press  [F4]  to  return  to  the  Output  File  Layout  Screen. 
Summary  of  keys  available  on  the  Output  Field  Selection  Screen; 


[FI]  Help- 

[Shift  Fl]- 

[F4J  Accept  Layout  - 

[Alt  X]  Exit  System  - 

[DELete]  - 

[End]  - 

[ESC]  - 

[Home]  ■ 


Enters  context-sensitive  help  mode. 

Displays  help  text  for  the  current  screen 
Displays  the  Output  File  Layout  Screen. 

Exits  the  FED  LOG  system. 

Removes  the  field  highlighted  on  the  right  side  from  the  list  of  fields  on  the  lelt. 
Moves  to  the  last  available  field. 

Returns  to  the  previous  level  screen. 

Moves  to  the  first  available  field. 


17.8.6.  File  Layout  List  Screens.  The  File  Layout  List  Screens  allow  you  to  select  existing  files.  These  screens  also  indicate  the 
creation  date  of  each  file 


t 


I7.b-f. 


•  • 
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Federal  Logiatlet  Data  on  Coapact  Olac  (FED  LOG) 
iripuC  File  layout  Hat 

Uter'a  ID: 

Syitcia:  tus 


Input  FUt 


FCOLOG.INP 


Creation  Date 


06/01/92 


Preaa  F9  to  delete  the  highlighted  file,  or  F4  to  edit  It. 

- - rOUTPUT^ - riNPOf-i - 1 - 1 - tsrrop- 

LATOUT  LATOUT  DELETE  SCAEEN 


I  I  1  I  I  F9 

Figurt  27  -  Input  File  Layout  List  Screen 


F10  ALTX 


The  Input  File  Layout  List  Screen  lists  all  the  input  layout  files  found  in  your  FED  LOG  subdirectorv  Access  this  list  by 
pressing  [F5]  on  the  Input  File  Layout  Screen,  or  highlight  an  input  file  field  on  the  Setup  Screen  and  press  IFSl  From  the 
Input  Flic  Layout  List  Screen,  you  can  highlight  a  file  and  then; 

press  [Ffi]  to  edit  the  layout  for  the  highlighted  file, 
press  [F9]  to  delete  the  file. 

press  (FIOJ  to  place  ihe  lile  in  the  input  layout  file  field  on  the  Setup  Screen. 

The  Output  File  Layout  List  Screen  lists  all  the  output  layout  files  found  in  your  FED  LOG  subdirectory  Access  this  list  by 
pressing  [F5]  on  the  Output  File  Layout  Screen,  or  highlight  an  output  file  field  on  the  Setup  Screen  and  press  [  F5]  From  the 
Output  File  Layout  List  .Screen,  you  can  highlight  a  file  and  then. 

press  [F4]  to  edit  the  layout  for  the  highlighted  file, 
press  [F9j  to  delete  the  file. 

press  [FIO]  to  place  the  file  in  the  output  layout  file  field  on  the  Setup  Screen. 
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Fadaral  Logiatfea  Data  on  Coa^act  Diac  (FED  LOG) 

1  Output  Fila  Layout  Ltat 

1  Uaar'a  ID: 

1  SYSTEM:  FUS 

1 

1  Output  Fitanaaw  Creation  Date 

FEOLOC.OUP  06/01/92 


1  Freaa  F9  to  delete  the  hightighted  file,  or  F6  to  edit  it. 

ir«Lri 

FILE  1  FILE  1 

DELETE 

SCREEN 

SYSTEnI 

LllJ _ 1 _ LfiJ _ Ln _ 1 _ 

F9  1  F10 

|altx 

Figur*  28  -  Output  Filo  Layout  List  Screen 


Summary  of  keys  available  on  the  File  Layout  List  Screens 


[FI]  Help- 
[Shift  Fl]- 
(F4]  Output  Layout  - 
[Fb]  Input  Layout  - 
[F9)  Delete  - 
[FlO]  Setup  Screen  - 
(Alt  X)  Exit  System  - 
[DEL]  ■ 

[End] 

[ESej- 
[Homc]  - 


Enters  context-sensitive  help  mode. 

Displays  help  text  for  the  current  screen 
Displays  the  Output  File  Layout  Screen 
Displays  the  Input  File  Layout  Screen 
Deletes  the  highlighted  file. 

Places  the  highlighted  file  on  the  Setup  Screen. 
Exits  the  FED  LOG  system 
Deletes  the  currently  highlighted  file 
Moves  to  the  last  available  file. 

Returns  to  the  previous  level  screen. 

Moves  to  the  first  available  File. 


17.8.7.  Running  Jobs.  To  run  a  job  in  the  file  interface  program,  return  to  the  .Setup  Screen  and  ensure  you  have  specified  all 
the  filenames.  Then,  press  [F3].  The  program  will  search  on  your  queries  and  send  the  results  to  the  output  file  specified  on 
the  Setup  Screen;  this  file  will  have  an  .OL'P  extension.  An  error  file  is  created  if  any  errors  arc  found,  this  file  is  named  with 
the  output  filename  and  an  ERP  extension,  and  is  placed  in  the  same  subdirectory  as  the  output  file. 

When  ihe  file  interface  program  finishes  running  a  job,  the  program  exits  to  the  DOS  prompt. 

You  van  also  run  a  job  from  the  DOS  prompt,  by  entering  the  following  command: 

RI-  NFILE  layout. INP  layout. OUP  input  output 

where;  layout. INP  is  the  input  layout  filename. 

layout  OUP  is  the  output  layout  filename, 
input  is  the  input  filename, 
output  is  the  output  filename. 

The  INP  and  .OUP  files  must  be  created  in  the  external  file  interface  program 

17.8.8.  Exiling  Ihe  External  System  File  Interface  Program.  To  exit  the  LTD  I  OG  system  and  return  to  the  DOS  prompt, 
press  [Alt  X]  from  any  FED  LOG  screen. 
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APPENDIX  A 

SETTING  UP  YOUR  SYSTEM 

A.I.  Hardware  Requirements.  You  will  need  an  lUM  I’ersunul  Computci  or  IBM  l*C'-i.-ompaiihlc  to  run  the  IT'D  LOCI 
system.  The  computer  must  have  the  following: 

640K  or  more  of  memory. 

A  hard  disk  with  at  least  five  megabytes  of  available  file  space. 

A  display  adapter  and  monitor  The  FED  LOG  system  can  use  the  monochiome.  Hercules.  CCiA.  EGA  or  VGA 
adapter.  Adapter  selection  is  handled  automatically. 

PC,'  MS-DOS  Release  3. 1  or  higher. 

At  least  two  CD-ROM  drives. 

Microsoft  Extensions  2.0  or  above. 

The  FED  LOG  system  uses  three  compact  discs  to  store  data  If  you  do  not  have  three  CD-ROM  drives,  the  interactive 
program  will  prompt  you  to  exchange  discs  at  the  appropriate  time.  The  batch  and  external  file  interface  programs  require 
three  CD-ROM  drives  if  you  wish  to  access  characteristics  data;  only  two  CD-ROM  drives  arc  needed  to  retrieve  other  types 
of  data  in  these  two  programs. 

A.2.  Installing  FED  LOG  the  First  Time 

NOTE:  You  must  have  Microsoft  Extensions  and  your  CD-ROM  drives  installed  before  installing  FED  LOG 

The  FED  LOG  CDs  contain  a  program  that  installs  the  FED  LOG  program  files  from  the  CDs  to  your  hard  drive.  Follow 
the  instructions  below  to  install  the  files  on  your  computer: 

1 .  Turn  on  your  computer  and  CD-ROM  drives.  Then,  insert  CD  I  into  the  top  or  left  drive  and  CD  2  into  the  next  drive. 
If  you  have  a  third  CD-ROM  drive,  insert  CD  3. 

2.  If  your  Microsoft  Extensions  program  is  not  loaded  automatically,  start  the  program  bv  ivping  this  command  at  your 
C>  prompt,  where  driver  is  the  name  of  your  device  driver. 

MSCDEX  Ddriver 

If  you  do  not  know  the  name  of  your  device  driver,  enter  the  DOS  command  TYPE  CONFICi  S3  S  at  your  system  prompt 
C>;  the  DEVICE  =  line  in  this  file  contains  the  driver  name  preceded  by  D..  For  more  assistance  with  loading  Microsoft 
Extensions,  please  call  the  Customer  Support  representatives  listed  in  Appendix  B 

3.  At  the  DOS  C>  prompt,  type  xTNSTALL,  where  x  is  the  letter  of  the  CD-ROM  drive  where  FED  LOG  CD  I  is 
located.  The  CD-ROM  drive  letters  are  displayed  on  screen  when  Microsoft  Extensions  is  loaded  You  can  also  find  the  drive 
letters  in  your  AUTOEXEC.BAT  file  if  Microsoft  Extensions  is  loaded  automatically.  The  MSCDEX  line  in  your 
AUTOEXEC.BAT  file  should  contain  a;  L:  option.  The  letter  following  this  option  is  the  first  drive  letter  for  your  CD-ROM 
drives.  If  you  do  not  use  the  /  L:  option,  then  the  first  CD-ROM  drive  letter  is  the  next  drive  letter  on  your  system. 

4.  The  install  program  will  lead  you  through  the  installation  process.  The  program  will  create  a  subdirectory  called 
FEDLOG  off  the  root  directory  of  the  drive  you  select,  unless  you  provide  another  name  when  prompted  during  installation. 

5.  When  the  installation  is  complete,  the  following  files  should  be  on  your  hard  drive,  as  they  are  required  to  run  the 
programs; 

Located  in  your  FED  LOG  subdirectory: 

FED  EXE 
FED-LOG.HLP 
FEDBI.EXE 
FEDBATCH  EXE 
FEDBATCH.HLP 
EFI.HI  P 
FILEI.EXE 
FILE2.EXE 
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HLP_CTRL  DTA 

• 

MENU.EXE 

SERVICE  DAT 

• 

Located  in  your  root  directory: 

FEDLOG  BAT 

FEDFILE  BAT 

RUNBATCH  BAT 

RUNFILE.BAT 

• 

After  you  have  installed  the  system  on  your  hard  drive,  your  computer  is  ready  to  run  FED  LOG. 

A.3.  Updating  and  Reinstalling  FED  LOG 

As  the  data  gets  updated,  you  will  receive  new  CD-ROMs.  If  the  application  and  help  text  have  not  changed,  you  do  not 

need  to  update  the  program:  simply  exit  FED  LOG,  insert  the  new  CDs  and  then  start  and  run  the  program  as  usual.  If  # 

changes  have  been  made,  you  will  be  instructed  to  update  your  program.  To  update  your  program,  follow  the  installation 

instructions  above  Once  you  are  sure  the  updated  system  is  working  correctly,  archive  your  old  CDs  and  use  only  the  new 

CDs 

Should  you  need  to  reinstall  FED  LOG,  use  only  the  most  recently  received  CDs  and  follow  the  installation  instructions 

above.  » 
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» 


The  FED  LOG  product  does  not  include  records  for  the  following  NIINs: 

NIlNs  in  federal  supply  group  1 1  or  89.  * 

NIINs  with  an  approved  item  name  code  of  97991. 

NllNs  with  MOE  Rule  YSCY  only. 

NIINs  with  reference  numbers  with  any  of  the  following  CAGE  codes:  » 

02227  -  67991 
11874  -  77991 

15942  -  87991 
28865  -  98230 
57991 

> 

NIINS  witli  NCU  Code  99  (United  Kingdom)  Characteristics  data  only  has  been  suppressed 


» 


I 


» 


» 


» 
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